MATEmL SAFm DATA SHEET 


Section 1 
PACER TECHNOLOG'i 
9420 Santa Anita Avenue 
Rancno Cucamonga, CA 91720 


DATE* 11 / 10/95 
Pmge 1 of I 

For Chemical Eme^tj ency only.. 

In the US & C an ada (800) 424-9300 

Int'l & Wash DC (COLtBCT) (202) 483-7616 
Telephone for In£omationt(909) 987-0550 


PRODUCT TDEtlTIFlCATtDH; 


hazard RATIBS 


Epoxy Strips {BP-43) 

Radio Shack Catalog No. 64-2303 
Section 2 - HAZARDOUS mGEEDHarfE INFORMATION: 

Hazardous Components OSHA 

(Common Hanes. CAS Wnmner) 

Glycidyi ethers of 

Bisphenoi A resins ,'25065-33-6,' 

Other Ingredients: 

Magnesium silicate hydrate (14807-96-6) 
Polyamide resin (68410-22-1) 

Iron (7439-39-6) 

Chlorinated paraffin 1 68920-70-71 



ACGIH OTHISR 

UHITS OPTION 

NE NE 15-30% 


Section 3 - PHJSICAL/CHBMICAL CHARACTERISTICS: 


Weight per gallon; 

Melting Point: 

Evaporation Rate (Butyl Acetate ■ 1] 


12.30 

NE 

HA 


Boiling Point: NA 

Vapor Density: Greater tnan HiO 

Vapor Pressure (mm Hg); NE 
Solubility in Water: Negligible. 

Appearance St Odor: Putty-like strips. 

Section 4 - FIRE AND EXPLOSION HAZARD DATA: 

Flash Point (Me;^od Used); None Flammahi e Limits- lEL; NE UEL» NE 

^^i^^!3)^rshing Media e Water spray, roam, camon dioxide, dry chemicals 
specia; Fire Fighting Procedures; Fire fighters should wear self-contained /breathina 
apparatus when fighting chemical fires. ^ 

Unusual Fire and Explosion Hazards: None known. 


Section S - REACITVIT7 DATA: 


Stability; Unstable 


_ Stable XX 


Conditions to Avoid; Keep away from open flames & 

, - , ... high temperatures. 

Incompatibility (Materials to Avoid): Hone. 

Hazardous Decomposition Products: Carnon monoxide, aldehydes and acids. 

Hazardous Polymerization.- May Occur _ May Not Occur XX 


Section 6 - HEALTH HAZARD DATA: 


Route (5) of Entry; Inhalation: NO Skin: VES 

Health Hazards (Acute and Chronic): 

Product may cause irritation/ sensitization of skin and 
may cause irritation of intestinal tract if Ingested. 


Ingestion I YES 

eyes with direct contact and 



RadioShack Cat. No. 64-2303 
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Carcinogenicity i NTP: No lARC Monographs: No OSHR Regulated: No 
Signs and Svatutons of Exposure a First Aid Procedures: 

Eye contact - irritation: flush eyes with copious amounts of water for 15 mm. while 
holding eyes open. Get medical attention immediately. 

Skin contact - irritation/ rash: wasn with soap/water. Get medical attention if 
symptoms persist (contaminated ieatner articles i.e. shoes should be disposed of 
as contammated waste). NOTE: not product bums require immediate medical attention. 
Inhalation - Remove to fresh air. 

Ingestion - Induce vomiting and get medical advice. 

Medical Conditions General ly Aggravated by Exposure; Pre-existing eye/skin disorders 
or lung allergies. 

Section 7 - PRBtaHTIOHS for safe HANDLING AND USE: 

Steps to Be Taken in Ca se Material i s Released o_r Spilled: Contain material and dispose 
of properly. 

Waste Disposal Method; If product becomes waste, not considered hazardous waste by RCRA 
criteria (40 CFR 261). Dispose of according to federal, state and local regulations. 
Precautions to Be Ta ken in Handling and Storing: store in cool, dry place away from 

open flames and high temperatures. 
other Precautions: None. 

Section 8 - CONTROL MEASURBSi 

Respiratory Protection (Speci fy Type): Organic vapor respirator in areas with poor 

ventilation. 

Ventilation; Local Exhaust; Good Mechanical (General): As needed. 

Protective Clothing or Equipment; Safety glasses/ goggles with side shields, chemically 
resistant gloves and other protective equipment to avoid direct contact. 

Work/Hygienic Pra ctices; Avoid contact vath eyes or skin. Use in well ventilated area. 
Wash hands with soap and water after product use. Launder contaminated clothing 
before reuse and disposed of leather articles as contaminated waste. 

NA » Mot applicable 
HE = Not established 

The data contained herein is based upon information that Pacer Technology believes to 
be reliable. Users of this product have the responsibility to determine the suitability 
of use and to adopt all necessary precautions to ensure the safety protection of 
property and persons involved in said use. All scaceoents or suggestions^ are made without 
warranty, express or implied, regarding accuracy of the information,, the hazards connectec 
with the use of the material or the results co be obtained from the use thereof. 



